Base Nord Stream Pipeline info:
Length 1,224 kilometre;
input pressures of up to 220 bar (3190.83 psi);
Internal diameter of 1,153 millimetres (3.782808 feet)
Depth 70 to 90 meters (230 to 300 feet);
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